
Please substitute the attached revised page 10 
in COMIREX-M-80. As stated in the Minutes of the COMIREX 
meeting of 16 October (Reference COMIREX-M-81 ), the item 
on Proposed Revision of Annex C of the Sanitization and Decontrol 
Manual has been rewritten to reflect that it is revision of only 
a portion of Annex C that is being recommended at this time. 
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